Gri'S 


Global Infotech solutions 


Global Infotech Solutions: Leading the Way in Industrial 
PC Manufacturing 


Introduction 


In today's fast-paced world, industries rely heavily on advanced technology to keep operations 
running smoothly and efficiently. One crucial component of this technological infrastructure is 
the industrial PC. At Global Infotech Solutions, we pride ourselves on being at the forefront of 
industrial PC manufacturing, delivering robust and reliable solutions to meet the diverse needs of 
various industries. 


What is an Industrial PC? 


An industrial PC, or industrial computer, is a specialized computer designed to operate in 
demanding industrial environments. Unlike regular desktop computers, industrial PCs are built to 
withstand extreme temperatures, vibrations, dust, and humidity. They are the backbone of many 
industrial processes, providing the computational power and reliability needed for automation, 
control, and data management. 


Why Choose an Industrial PC? 


Durability and Reliability 

Industrial PCs are engineered to last. They are constructed using high-quality components that 
can endure harsh conditions. Whether it's a factory floor, an outdoor site, or a remote location, an 
industrial PC from Global Infotech Solutions will continue to perform optimally. 


Customization 


One of the key advantages of industrial PCs is their flexibility. Global Infotech Solutions offers 
customized solutions tailored to the specific needs of each client. Whether you need a particular 


type of processor, additional storage, or specific connectivity options, we can design an industrial 
PC that fits your requirements perfectly. 


Long-Term Availability 
Unlike consumer-grade computers that quickly become obsolete, industrial PCs are designed for 


long-term availability. This means that the same model can be produced and supported for many 
years, ensuring compatibility and reducing the need for frequent upgrades. 


Applications of Industrial PCs 
Industrial PCs are used across a wide range of industries. Here are some common applications: 
Manufacturing 


In manufacturing, industrial PCs control machinery, manage production lines, and ensure quality 
control. They help streamline processes, reduce downtime, and increase productivity. 


Automation 

Automation is a key component of modern industry. Industrial PCs are at the heart of automated 
systems, controlling robots, conveyors, and other automated equipment. They enable precise and 
efficient operations, reducing the need for manual intervention. 

Energy 

The energy sector relies on industrial PCs for monitoring and controlling power plants, wind 
farms, and solar installations. These computers help ensure the safe and efficient generation and 
distribution of energy. 


Transportation 


In transportation, industrial PCs are used in traffic management systems, public transportation 
control, and logistics. They help improve safety, reduce congestion, and optimize routes. 


Healthcare 
The healthcare industry uses industrial PCs for medical imaging, patient monitoring, and 


laboratory automation. These computers provide the reliability and accuracy needed for critical 
healthcare applications. 


Why Choose Global Infotech Solutions? 


Expertise 


As a leading industrial PC manufacturer, Global Infotech Solutions has extensive experience and 
expertise in the field. Our team of engineers and technicians is dedicated to delivering the highest 
quality products and services. 


Innovation 


We are committed to innovation. Our research and development team is constantly exploring 
new technologies and solutions to meet the evolving needs of our clients. Whether it's improving 
performance, enhancing durability, or adding new features, we strive to stay ahead of the curve. 


Quality Assurance 
Quality is at the core of everything we do. Our industrial PCs undergo rigorous testing and 


quality control procedures to ensure they meet the highest standards. We are ISO certified, and 
our products comply with all relevant industry regulations and standards. 


Customer Support 


At Global Infotech Solutions, we believe in providing exceptional customer support. From initial 
consultation to after-sales service, our team is here to assist you every step of the way. We offer 
technical support, training, and maintenance services to ensure your industrial PCs continue to 
operate at peak performance. 


Our Product Range 


Rugged Industrial PCs 


Our rugged industrial PCs are designed for the toughest environments. They feature robust 
construction, enhanced cooling systems, and protection against dust and moisture. These 
computers are ideal for use in factories, construction sites, and other demanding settings. 


Compact Industrial PCs 


For applications where space is limited, our compact industrial PCs offer powerful performance 
in a small form factor. These computers are perfect for integration into equipment, kiosks, and 
other tight spaces. 


Panel PCs 


Our panel PCs combine a touchscreen display with an industrial computer, providing an all-in- 
one solution for control and monitoring applications. These units are used in manufacturing, 
automation, and other interactive applications. 


Custom Solutions 


At Global Infotech Solutions, we understand that every industry and application has unique 
requirements. That's why we offer custom solutions tailored to your specific needs. Whether you 
need a specific configuration, specialized software, or unique connectivity options, we can 
design and build an industrial PC that meets your exact specifications. 


Conclusion 


Global Infotech Solutions is your trusted partner in industrial PC manufacturing. With our 
commitment to quality, innovation, and customer satisfaction, we provide the reliable and robust 
solutions you need to keep your operations running smoothly. Whether you're in manufacturing, 
automation, energy, transportation, or healthcare, we have the expertise and products to meet 
your needs. Contact us today to learn more about how our industrial PCs can benefit your 
business. 


Get In Touch: 
Email Id: sales@infotechsol.in 
Phone No: +91 83760 13345 / +91 97176 86662 


Address: 703, 55, Madhuban Building, Nehru Place, South East Delhi, Delhi - 
110019 


Our website: www.infotechsol.in 


